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Abbreviations 
Ja—January 
F—February 
Mr—March 

Ap—April 
My—May 
Je—June 


A 


ACCOUNTING, See also, How's Business 
The hest bill-payers are the elderly. 
L. T. Servais. Je 6 
ACHA activities. Ja 40; F 54; Mr 34; Ap 
41; My 60; Je 48 


ADMINISTRATION 


Administrators inventory pharmacy serv 
ices and talent. H. L. Flack. Mr 52 

Are you a good supervisor? L. R. Tim- 
mons. My 83 

The chief pathologist: a salary survey. 
J. D. Snyder. My 47 

An environmental health and safety pro- 
gram. C. U. Letourneau, M.D, Ap 45 

Can a small hospital be efficient; F. R. 
van Buren. Fe 6 


Dichotomy. C. U. Letourneau, M.D. Ja 
37 


Government control — how effective is 
it? J. A. Willan. Mr 37; Ap 51 

Operational procedure for a social dis- 
aster. R. H. Lauterstein and S. Z. 
Goodblatt. My 37 

The best bill-payers are the elderly. 
L. T. Servais. Je 6 

The evaluation of a product. C. U. Le- 
tourneau, M.D. My 44; Je 41 

The survival complex. C. U. Letourneau, 
M.D., W. D. Hamrick and D. Lan- 
sing. F 38, Mr 40 

ANDERSON, MARY HELEN. The c.s. su- 

pervisor and disaster planning. F 66; 

Evaluate your manual. Mr 62; Preventive 

maintenance helps solve problems. Ap 

94; Make your vacation count. My 95; 

The central service supervisor and the 

refresher course program. Je 83 

ARCHAMBAULT, G. F. AND ROTHEN- 
BUHLER, E. F. Hospital pharmacy staff 
needs, Ap 61 


BANASIAK, J. A thermostat saves nurses’ 
time. Fe 30 

Beds, test and evaluation of variable height 
hospital. G. W. Murphy. Ja 69 

Bill-payers are the elderly, the best. L. T. 
Servais, Je 6 

BLUESTONE, E. M. Ja 40; F 92; Mr 68 

Bowels can be retrained and controlled. L. 
C. Niswander, R.N. Ap 6 

BREWER, G. M. New nurser system for in- 
fant feeding. Fe 42 

BROWN, J. Engineers, ‘purchasing 
agents work together. F 99 

BUJOLD, M., KNUDSEN, H., HARRISON, 


100 


W. AND WOLCYN, B. A. A profile of 


medical record personnel. Je 28 


Cc 


CARROLL, H. E. How to correct employ- 
ees. Mr 73 
Can a small hospital be efficient? F. R. 
van Buren. Fe 6 
CENTRAL SERVICE 
Are you a good supervisor? L. R. Tim- 
mons. My 83 
A control system for disposable needles 
and syringes. E. M. Scherer, R.N. 


Je 89 

Education has many, facets. Sister E. 
Marie. F 75 

Evaluate your manual. M. H. Anderson. 
Mr 62 


Disposable syringes save time in c.s. 
E. E. Jones. Ja 56 

How to correct employees. H. E. Car- 
roll. Mr 73 

Make your vacation count. M. H. An- 
derson. My 95 

Preventive maintenance helps solve 
problems. M. A. Anderson. Ap 94 

The role of the supervisor in refresher 
courses. M. H. Anderson, R.N. Je 83 

The c.s. supervisor and disaster plan- 
ning. M. H. Anderson. F 66 

The student nurse in c.s. H. Melland. 
Ja 63 

Connecticut's statewide disaster defense. 


R. McGrath. F 45 


CONSULTING WITH DOCTOR 
LETOURNEAU 


Accreditation dry run. Mr 21 

Blood transfusions. F 16 

Broken needle in patient. Mr 20 
Completion of records. F 16 
Coroner's case. F 16 

Consent for Blood Transfusion Ja 18 
Consent for circumcision. My 18 
Consent to operation. Ap 18 
Contaminated linens. Mr 21 
Discharge against advice, My 18 
Discharge against Doctors Orders. Ja 18 
Discharge time. Je 20 

Emergency Room, Ja 18 

Garbage chutes. Mr 21 

G. P. voting. Je 24 

Hospital flooring. Ap 21 

Hospital fund raising. F 18 

Hospital planning. Mr 21 
Intravenous injections. Ap 21 
Malpractice education. Mr 21 
Medical education. F 18 

Medical Ethics. Ja 18 

Medical ethics. Mr 20 

Medical record committee. Je 20 
Medical staff minutes. Ap 21 

Mental condition of patient. Ja 21 
Minor surgical procedures, My 18 
Newborn records. My 16 
Obstetrical beds. Mr 20 

Operating room supervisor. F 18 
Patient billing. My 16 

Patient consent. F 21 

Patient history by nurse. F 16 
Practical nurse in operating room. F 20 
Property of patient. Ja 18 


Proprietary hospital. Ap 18 
Radiation safety. Je 24 

Records of defunct hospital. Je 24 
Recovery room and |.C.U. Ap 21 
Staff privileges. Mr 20 

Standing orders for isolation. Je 24 
Storage of anesthetic gases. Ap 1|8 
Subpoena duces tecum. My 16 
Substitution of obstetrician. Ja 21 
Surgical assistants. F 18 

Surgical tissues. Je 24 

Surgical uniforms. Je 20 

Temporary privileges. Je 20 
Thermometer breakage. My 16 
White sound. Mr 21 


D 


Decompression dome aids childbirth, A. 
C. Halliday. Mr 6 
Dichotomy. C. U. Letourneau, M.D. Ja 37 
DISASTER 
Can this happen to you? (Hartford, 
Connecticut Fire). | Commissioner 
Cavanagh. F 48 
Disaster defense, connecticut's  state- 
wide. R. McGrath. F 45 
Disaster, operational procedure for a 
social. R. H. Lauterstein and S. Z. 
Goodblatt. My 37 
Suggestions for feeding in emergency 
situations. J. C. Scully. Je 54 
The role of the c.s. supervisor in dis- 
aster planning. M. H. Anderson, 
R.N. Fe 66 
The survival complex. C. U. Letourneau, 
M.D., W. D. Hamrick and D. Lan- 
sing. F 38, Mr 40 
Discounts be offered volunteers, should. 
D. F. Moravec. F 62 
Dispensing to outpatients, hospital phar- 
macy. D. F. Moravec. Ja 52 


DISPOSABLES 


Disposable needles and syringes, a control 
system for. E. M. Scherer, R.N. Je 89 
Disposable nurser system for infant feed- 
ing. J. A. Phelps, A. J. Hiller and 
A. M. McHargue. Ja 30, F 42 G. 
M. Brewer. 

Disposable syringes save time in c.s. 
E. E. Jones. Ja 56 

Drug controversy, hospitals and the. Doctor 
Austin Smith, Ja 34 


Education has many facets. Sister Elizabeth 
Marie. F 75 
Emergency room, a guide for- doctors. H. 


Freilich, M.D. F 50 
ENGINEERING 


Odds and ends are used to create @ 
showplace office. P. R. Wozniak and 
R. E. Kane. My 74 

Preventive maintenance helps solve per 
sonnel problems. M. H. Anderson 
R.N. Ap 94 


HOSPITAL MANAGEMENT 
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